Project Name: 

OPTION 1 

TRACK Z4 



Description: 

BNSF Revised 



Horizontal Alignment Name: 

NB TRACK 




Description: 





Style: 

Default 

STATION 

NORTHING 

EASTING 

Element: Linear 





POT ( 


1713+98 

2172144.788 

6310333.946 

POT ( 


1801+43 

2165547.859 

6316074.076 

Tangent Direction 

N 

41^01'38" W 



Tangent Length 


8744.63 






